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There are three high ae 
following directions; 


transmission lines extending from Sofia in the 


Go ayaa ‘Simeoncve village; 


b, Toward Kurilovo village; and 
e. Toward Kurd::shaii and Madan village. 


Each line is composed of four wires, one neutral and three 3-phased current 
conductors, supported by steel. towers approximately 10-12 meters high. The 
distance between each wire ox the suppert tower is based on and varies in 
proportion to the voltage conducted. ‘The sketch below is of phe support 


‘tower of the high voltage transmission line: 


CLASSIFICATION sucemr inqurRct, = 1.9, OFFIGEALS ONLY -— 


a NAVY XK | NSRB ‘ DISTRIBUTION 
PARMY | AIR x | FBI ex ee 


Approved For Release 2006/08/08 : CIA-RDP82-00457R011800010008-6 


